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Material Safety Date Sheet 

Undcrwiiteas Laboratories IiK. 

May be used to comply with U11642 Lhliium 


Batteries staodanis. 

Certificate Number 021001-MH26236 

Report Reference: MH26236i VQL 1 . SEC 1 


Identity ( As use on Label and List) 

Note: Black space are not permitted. If zay item is not 

Lithium Manganese Dkndde Battery ^ 

^ipiicable, or no iolbnnatiQn in avmlable, tbe ^>ace must be 


marked to iiaficafe that 

Sectioo I 

Mannfecturer’s name 

Emergency Iblephone Number 

Wuhan Lixing (Torch) Power Sources Ltd. 

00862787S618I7 

Address (Number, Street; City, and Zip Code) 

Telephone Number for Infennation 

Guan Dong Science I^ric, East Lake HSgh Technology 

008627 87561426 

Development Zone, Wuhan, PJLC 430074 

Date Prepared APR. 21. 2004 


Signature of prepared (optional) 

Section il Hazardous Ingredients / Identity in-formation 


Other Limited 

Hazardous component (SpcdficaPon Identity; Common name (s) OSHA PEL ACGIH TLV Recommended % (optional) 


Stainless Steel 

40-59% 

Manganese Dioxide (MnOi) 

3(M0% 

1 ,2-Dimethoxyether 

4-8% 

Teflon 

1-2% 

Lithium 

0.01-0.02% 


Section in Physical/ Chemical Characteristics 


Boiling Point 

N/A 

Specific Gravity (HzO^l) 

N/A 

■Vhpor Ptessure ( mm HG) 

N/A 

Melting Point 

N/A 

■Vhpor Density ( AIR— 1) 

N/A 

E-vaporation Rate 
(Buty 1 Acetare=l) 

N/A 


Appearance and Odor 

N/A 


Section IV - Firs and Explosion Hazard Da1 

;a 

Flash Point (method used) 
N/A 

Flammable Limits 

LEL 

UEL 


Excinguishhig Media 

Extingnisher of aUcaline metal fire. 


Unusual Fire Fighting Procedures 
No Water 


Unusual Fira and Explosion Hazards 

Do not recharge, disassemble, bear or inciueraie. 


(Reproduce Locally) 
August 21, 2002 
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Section V - REACTIVITY Data 

Stability Unstable Contfition to Avoid 

Stable X ” 

Incooipodbility ( Materials to Avoid) 

N/A 

Hazardoos Decomposition of Byproducts 

_N/A 

Hazardous Occur r^n^rt 

Polymerizatioo WiU Not Occur X 

Section VI ~ Health Hazard Data 
Route(s) of Entry: Inhalation? 

N^A N/A 

Heahii Hazards (Acute and Chronic) 

N/A 


Conditions to Aoid 


Skin? 

N/A 


Ingestion? 

N/A 


Signs and Symptoms of Exposure 


Sectiog Vg ~ Precautions for Safe Handling and Use 
Steps to Be Taken in Case Material Is Released or Spilled 
N/A 


Waste Disposal Mettiod ~ ~~ 

CR2032 ' is environmentalist product. Please disposition accordance with appropriate 

federal, state and local regulations^ Uncontaainated material is not hazardo us. 

Precautions to Be Taken in Handling and Storing 

Storing the baoeiy in dry and aeration En vironinent- 
Never iitadiated directly. 

Other Precautions 


Section VM - Control Measures 

Respiratory Protection (Specify T>pe) 

N/A 

'^fenulation Local Exhaust 

N/A 

Mechanical (General) 

J n/a 

Protective Gloves 

N/A 

Other Protective Clothing of Equipment 

N/A 

Worlc/Hygienic Practices 


Special 

N/A 

Other 

N/A 

Eye Protection 

N/a 



